ETag: "b21b17de5504d0e4d517126b8be06e0e"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1492
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 35:271 Patent Infringement
x-archive-meta-case-name: Applied Medical Resources Corporation v. Tyco Healthcare Group LP
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cacd
x-archive-meta-docket-num: 2:11-cv-04203-VBF -AJW
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Patent
x-archive-meta-pacer-case-num: 502314
x-archive-queue-derive: 0
x-upload-date: 2011-10-15T23:38:51.000Z
